To:  Crossland,  Ronnie[Crossland. Ronnie@epa.gov] 

From:  Restivo,  Angela 

Sent:  Fri  8/7/2015  9:27:53  PM 

Subject:  water  system  explanation 


The  five  water  systems  with  intakes  into  the  Animas  and  San  Juan  rivers  are:  Aztec  domestic, 
North  Star  Water  Users  Association,  Momingstar  water  supply  system,  Farmington  water 
system,  Lower  Valley  water  users  association.  Southside  Mutual  Domestic,  Upper  La  Plata 
WUA  , and  Flora  Vista  do  not  have  intakes  in  either  Animas  or  San  Juan  Rivers  but  they 
purchase  water  from  Aztec,  Farmington  and  or  Lower  Valley  WUA.  Southside  Mutual 
Domestic  and  Flora  Vista  have  a water  source  that  is  in  addition  to  the  water  that  they  purchase. 
The  number  of  days  of  water  available  water  estimates  for  the  systems  selling  water  to  Southside 
Mutual  Domestic,  Upper  La  Plata  WUA,  and  Flora  Vista  assume  that  they  continue  selling  to 
those  systems.  Southside  Mutual  Domestic,  and  Flora  Vista  number  of  days  of  water  available 
estimates  assume  that  they  continue  purchasing  the  same  quantity  of  water  as  prior  to  the  event. 
We  are  still  trying  to  obtain  additional  information  about  Upper  La  Plata  WUA  system  capacity. 


Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 
Dallas, Texas  75202-2733 
phone:  214-665-7123 
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